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Hon. Daniel M. Fox, 
Supt., U. S. Wint, 
Philadelphia. 
Dear Sir: 
We have instructed the Kensington Engine Works, Lim=- 
eeicid. to be at the Mint on Monday porein es une foie to lay i 
openings in the floors of rolling ROOM) adjusting Hee toilet 
room, and roof over toilet rooms Through these openings the 
ezuaant pipe from heater in engine room will pass to above French 
roof. 
Please have these sane cut at onee, so that the comple- 
tion of the work may not be delayed, nor Rods occasioned the | 
Contractor. 


Respectfully, 
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[Abstract:] Have instructed the Kensington Engine Works to be at Mint on Monday... 


Wilson Brothers & Co. 

Civil Engineers and Architects 
Philadelphia, Pa. 

June 18, 1887 


Hon. Daniel M. Fox, 
Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


We have instructed the Kensington Engine Works, Limited, to be at the Mint on Monday 
morning, June 20th, to lay out openings in the floors of rolling room, adjusting room, toilet 
room, and roof over toilet room. Through these openings the exhaust pipe from heater in engine 
room will pass to above French roof. 


Please have these openings cut at once, so that the completion of the work may not be 
delayed, nor loss occasioned the Contractor. 


Respectfully, 
Wilson Bro. & Co. 


